Q.  Now when you were describing the incident that
apparently led to your discharge, you indicated,
if I followed your testimony, that you and the
motQrman used your finger on the latch of the jack
because you didn1 t have a buzzy.  Now that implies
to me that had you had a wrench you would have
preferred to use that to your finger; is that right?

A.  Well, its easier to use, yes sir*

Q.  Is that the only reason you use it, 'cause its
easier to use than your finger?

A.  It would be, yeah.

Q.  Not because its safer to use than your finger?

A.  No,  Using your finger could not get you hurt.
(Emphasis added.) (Tr. 71-72).

Robush, who was called as a witness by complainant, agreed
that Zeisel did complain about the jack to Mosher after being
warned by Mosher about using his finger.  Robush testified as
follows:

Q.  What, if anything, did Mr. Zeisel say to Mr. Mosher
that you heard?

A.  He told him that we had trouble with the jack from
the very beginning.

Q.  Anything else?
A.  No.  (Tr. 111).

Robush reiterated this recollection under questioning by the
judge:

Q.  I want you to think before you answer this question.
Did Mr. Zeisel say anything to you or Mr. Mosher
about the safety or lack of safety or anything
concerning danger relative to the use of the jack?
Did that subj ect come up in his conversation?

A.  No, I don't believe so. (Tr. 122-123).

148ould be "bad ordered" and sent to the surface for
